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shall be used at any election. The state board of voting machine
commissioners shall have authority to employ such experts as it
may deem necessary to assist in the examination of a machine at
a cost of not exceeding fifty dollars for each examination, the said
cost to be paid by the person, firm or corporation applying for such
examination.
SECTION 13-+- D: Voting machine requirements.-Any kind or
type of voting machine may be approved by the state board of voting
machine commissioners which is so constructed as to fulfill, and does
fulfill the following requirements. It shall provide facilities for voting
for all candidates of as many political parties or organizations as may
make nominations of candidates at any election; for or against as many
questions as may be submitted at any election; and at all general or
special elections, permit the voter to vote for all of the candidates of
one party or in part for the candidates of one or more parties; it
shall permit the voter to vote for as many persons for any office as
he is lawfully entitled to vote for , but no more; it shall prevent the
voter from voting for the same persons more than once for the same
office; it shall permit the voter to vote for or against any question
he or she may have the right to vote on, but no other; if used at a
primary election it shall be so equipped that all rows except those of
the voter's party can be locked out by the managers of election by
means of an adjustment on the outside of the machine; it shall cor-
rectly register or record, and accurately count, all votes cast for any
and all candidates and for and or against any and all questions; it
shall be provided with a "Protective counter" or " protective device"
whereby any operation of the machine before or after the election
will be detected; it shall be provided with a counter which shall show
at all times during an election how many persons have voted; it
shall be provided with a mechanical model; illustrating the manner
-,f voting on the machine, suitable for the instruction of voters; it
may also be provided with one device for each party, and for each
nomination by petition, for voting for all the presidential electors of
that party or nominated by that petition, by one operation, and a
ballot therefor containing only the words "Presidential Electors For"
preceded by the name of that party, or by the word "Independent,"
and followed by the names of the candidates thereof for President and
Vice-President and for the offices of presidential and vice-presidential
electors, and a registered device therefor which shall register the vote
cast for said electors when thus voted collectively; Provided, how-
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